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Inspection Detail 

Case Status: CLOSED 
Inspection: 912033.015 - Cargill, Inc. 


Inspection Information - Office: Baton Rouge 

Nr: 912033.015 Report ID: 0625700 Open Date: 06/10/2013 


Union Status: Nonunion 


Cargiii, Inc. 

1224a Salt Mine Rd 
Breaux Bridge, LA 70517 
SIC: 

NAICS: 212319/Other Crushed and Broken Stone Mining and Quarrying 
Mailing: 1224a Salt Mine Rd, Breaux Bridge, LA 70517 


Inspection Type: 

Fat/Cat 



Scope: 

Partial 

Advanced Notice: 

Y 

Ownership: 

Private 



Safety/Health: 

Safety 

Close Conference: 

11/21/2013 



Close Case: 

11/17/2014 

Related Activity: 

Type 

ID 

Safety 


Accident 

822541 



Health 


Case Status: CLOSED 


Violation Summary 


Serious 

Willful 

Repeat 

other 

Unclass 

Total 

Initial Violations 

2 





2 

Current Violations 

1 





1 

Initial Penalty 

$14,000 

$0 

$0 

$0 

$0 

$14,000 

Current Penalty 

$7,000 

$0 

$0 

$0 

$0 

$7,000 

FTA Amount 

$0 

$0 

$0 

$0 

$0 

$0 


Violation Items 



# 

ID 

Type 

Standard 

Issuance 

Abate 

Curr$ 

Init$ 

Fta$ 

Contest 

LastEvent 


1. 

01001 

Serious 

19100303 B02 

12/02/2013 

12/15/2013 

$7,000 

$7,000 

$0 

12/26/2013 

F - Formal Settlement 

Deleted 

2. 

01002 

Serious 

19100333 AOl 

12/02/2013 

12/15/2013 

$0 

$7,000 

$0 

12/26/2013 

F - Formal Settlement 



Accident Investigation Summary 

Summary Nr: 46446.015 

Event: 06/08/2013 

Employee Is Installing Equipment To Electrical System And Is 

At 7:30 p.m. on June 8, 2103, an employee was connecting a bin indicator for a chipping unit and was electrocuted when the power was turned on prior to 
completing the connections. 


Keywords: electrical, electric shock, electrocuted 

Inspection 


Degree Nature Occupation 







Fatality 


Electric Shock 


1 912033.015 


Management related occupations, n.e.c. 
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